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Message Text 


TAGS: OCON, OTRA 

SUBJECT: 3RD U.N. CONFERENCE ON THE STANDARDIZATION OF 
GEOGRAPHIC NAMES, ATHENS, AUGUST 1 7-SEPTEMBER 7, 1977 

1 . FOLLOWING PROPOSED MEMBERS USDEL TO SUBJECT MEETING, 

REQUEST HOTEL RESERVATIONS AT ATHENS CHANDRIS HOTEL: 
NAME ROOM ETA ETD 

MEREDITH F BURRILL SINGLE W/BATH 8/15 9/8 
ELVYN A STONEMAN DOUBLE W/BATH 8/15 9/8 
HENRY FRIESWYK SINGLE W/BATH 8/16 9/7 
THEODORE LIARD DOUBLE W/BATH 8/16 9/7 
DONALD J. ORTH SINGLE W/BATH 8/16 9/7 

2. CONFIRM TO OIC. VANCE 
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